Truly it may be said 

that 

AUXIER 

MILLERS CREEK SEAM 
KING OF COALS 

Quick to ignite, free-burning 
non-coking, low ash, high heat, 
a dry burner with little soot. 

• 

FROM EASTERN KENTUCKY 

MIDDLE WEST COAL COMPANY 

MAin 0578 

First National Bank Building 
Cincinnati 
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